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Memory Usage Graphing 

• Memory Size: 256.00MiB 

• Last update: Wed Jul 15 06:39:13 2015 


"Daily" Graph (5 Minute Average) 
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"Weekly" Graph (30 Minute Average) 
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"Monthly" Graph (2 Hour Average) 
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Max: 23.60MiB (9.2%); Average: 22.32MiB (8.7%); Current: 23.60MiB (9.2%); 

"Yearly" Graph (1 Day Average) 
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